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DOCUMENTARY 
[ Available on loan from the CIA Library are the following 
two publications: 


1. Decade Conter Tube - EIT, published by the Philips 
Electronic Tube Division - 4 page pamphlet. 


2. Electronic Application Bulletin for the Electronic 
Equipment and Set-making Industries. Vol. 14 = Jan- 
Feb. 1953 - Number aye, debited by N.V. Philips' Gloeilampen- 
fabrieken, Eindhoven = Electronic Tube Division - 32 pp. 
This pamphlet contains the following three articles: 
a. The DM 70 and DM 71 Tuntng Indicators 
b. The EIT Decade Counter Tube 


¢. Tolerances and Temperature Coefficient of Coils 
with Ferroxcube Slugs, by H. van Suchtelen,/ 
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